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Message Text 


UNCLASSIFIED 

PAGE 01 PARIS 05580 051100Z 

53 

ACTION HEW-06 

INFO OCT-01 EUR- 1 2 ISO-OO OES-05 /024W 

025766 

R 051058Z MAR 75 
FM AMEMBASSY PARIS 
TO SECSTATE WASHDC 7247 
INFO AMEMBASSY BRUSSELS 

UNCLAS PARIS 05580 

E.O.l 1652: N/A 
TAGS: EIND, ETRD, FR 

SUBJECT: FDA ADVISORY - IN VITRO DIAGNOSTIC REAGENT 

REF: STATE 042181 

ALL FRENCH CONSIGNEES CONTACTED AND NOTIFIED AS REQUEST 
ED. ECONOMAT CENTRAL IS LOCATED IN BELGIUM AND WE HAVE 
ASKED AMEMBASSY BRUSSELS TO CONTACT FIRM. IN FUTURE. IT 
WOULD BE HELPFUL IF LABORATORY MAKING RECALL COULD PROVI- 
DE NAME OF PERSON TO CONTACT IF AVAILABLE. IN ONE CASE, 

ANY ONE OF 25 LABORATORIES ASSOCIATED WITH UNIVERSITY 
COULD HAVE BEEN RECIPIENT OF REAGENT, AND DELAY OCCASION- 
ED IN LOCATING THE CORRECT ONE COULD HAVE BEEN SERIOUS 
HAD SOMETHING OTHER THAN A REAGENT BEEN INVOLVED. RUSH 
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Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
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Disposition Remarks: 

Document Number: 1975PARIS05580 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750077-0041 
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Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750380/aaaacuij.tel 

Line Count: 40 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION HEW 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
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Original Previous Handling Restrictions: n/a 
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